From: peterell@aol.com [peterell@aol.com] 

Sent: 1/25/2018 9:10:10 PM 

To: Tarr, Jeremy M [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=98859532088e4437968231eb6fef6b70-jmtarrl] 
Subject: [External] Gas Pipeline 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.gov. 


Dear Mr. Tarr 

Please take measures to delay approval of the proposed gas pipeline through NC until all possible negative potentials 
have been exhaustively researched. The reports and data I have seen show these kinds of pipelines to be vulnerable to 
fire and explosion as well as possible sabotage. They are particularly hazardous where they pass through or over 
waterways. 

Respectfully, 

Peter Latham 
8 Peachtree Lane, 

Pinehurst, N.C. 28374-6818 

peterel1@aol.com 

910-420-1121 










